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STANDARD NUMBER & TITLE: BSR/ASHRAE Addendum ab to ANSI/ASHRAE Standard 62-1999 

Ventilation for Acceptable Indoor Air Quality 


CHAIR: 

COGNIZANT TC: 

PUBLIC REVIEW DATES: 
COMMENTS RECEIVED: 
UNRESOLVED COMMENTS: 
PC APPROVAL VOTE: 

STDC APPROVAL VOTE; 
PURPOSE: 


Andy Persily 

4.3 - Ventilation Requirements and Infiltration 
May 18,2001 - July 2, 2001 
No comments received. 

NA 

11-0-0-3 

TO BE VOTED IN ATLANTIC CITY 


This addendum clarifies the requirements for control of contaminants from stationary, non¬ 
combustion local sources with integrated capture systems (e.g., a device with an exhaust port 
intended to be connected to an exhaust duct on installation, such as a large photocopying 
machine and some photographic equipment). In general, strong sources of contaminants can be 
treated most effectively by capturing the contaminants locally and exhausting them to the 
outdoors, rather than ventilating at a rate sufficient to dilute the contaminants to reasonable 
concentration levels. Equipment that is designed to be discharged indoors as recommended by 
the manufacturer is exempted from this requirement. 
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Source: https://www.industrydocuments.ucsf.edu/docs/hqxj0001 



